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TAGS: EAIR, IR 

SUB J : FAA FACILITY CERTIFICATION OF IRAN AIRCRAFT INDUSTIRES (IACI) 

GENERAL TOUFANIAN, IN HIS CAPACITY AS DIRECTOR, MILITARY INDUSTRY 
ORGANIZATION (MIO), IS DISCUSSING WITH NORTHROP REPRESENTATIVES 
THE PURHCASE OF THEIR MINORITY EQUITY IN IACI. TOUFANIAN POINTS 
OUT THAT MIO OPERATES UNDER IRANIAN COMMERCIAL CODE. HE WONDERS 
WHETHER, IF MIO BECOMES SOLE OWNER OF IACI, THERE WOULD BE ANY 
PROBLEM IN OBTAINING FAA FACILITY CERTIFICATION. WOULD APPRECIATE 
REPLY BEFORE JUNE 5 AS NEGOTIATIONS ARE APPROACHING CONCLUSION. 
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